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1. Tlie following are •tlie naioes of the managers of Hucgari.an plants :: and 

of higbly sl5:;i,ll,ed engineers i.n tde industry's 


Central Pl^ann lng Qffl.ees 

MlMss Fdry, el.ectri.eal experi; 

Ist'Vao. Zorkoczy^ aiectrlcal, expert 
.Handor _ F-teek rolll.-ng mi.II, speclalls'l 
Bleme'r .KBvesSy roli.ing mill specialist 
Itall Partzs 

Andor . Kutas^' alumina expe'r i ■ 

(b) Ml.nlD.g a'rjd Pove-r (y!!.r J strys 

Vt Gydr’gy Hobos ^ :!^a:f.iage:ry c^bamical engi.:o,ee:r 
Jozsef !ilmar, refinery expert. 

^ ^ .. fi-dus try Pl ario l^ig Gommi. s S'l or^ 

Saodor Sul.yDwsky,- magries'lum, expert;^, worked at DiosgyBr until 
-’&win lacker refining expert, :Manage:r of Eakosi Ife'tyas Works UEitil the end of 
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^d) ^ ^ ^ 

MuB^a.(lHu3^ e-rper'i.: .ifor tfe aluml.RXJm :i.;o,dustry 

EP;dB 1!©1o2s'^'j •-■■f"' Er'trl.Bmr' ^ 

Ml *^al.y 

' dyal'.l-sp. (fw.) ^ e!.e'dTvr'o:.Lysls e:KpK:H;; e'bami.ral, eEgi.ri.eer 

(e) Ep-gjag ' ‘ ■ ■ ■ . 

Pal Szakall, Manager 

J’ozsef Kl8B, power distribution eJ^ert 

Laszlo Pazaand 7 f electrical expert 

(f) Light Metals Research Institute ; 

Dr Laszlo Qulllemotj Chief of Laboratories, 42 years old 
Dr Bela Lanyl, netallurglst; head of Light Metals Section 
Tlhamer Dedeus, alumina paint esqpert 

Dr Andras Domony, metallurgist-chemist; specialist In surface 
treatments 

Zstran Kurowszky, leading Hungarian welding expert 
Istvan Hagyarossy, bauxite eiqpert 

(g) Rakosl Matyas Works ; 

Sandor Denlflee, Manager 
Zoltan Serlba, rolling mill e;^ert 

(h) AJka t 

JenI Lang, Chief Engineer; rolling mill speelallst (Budapest office) 
Karoly Ballal, power distribution expert 
Istvan Sebeffigl, Manager (at Budapest office) 

Andor Kutas, engineer 

Zoltan Marlassy, leading Hungarian ohemlst la the aluminum Industry 

(I) Almaefflaitfl i 

Zoltan Zakany, alumina expert; Assistant Chief Engineer 
Dr Janos Suohanek (Czech), Chief Engineer 

Tetetlenl (fnu), control chemist; hla father was founder of the 
Hungarian bauxite Industry 
Rudolf acssweln, power plant expert 
Zoltan Nagy, power plant expert 

(J) Magyar Reeshenaer Mttwek i 

Vrlgires Lajta, Manager; rolling mill speelallst 
<k) Magyarovar t 

Lajos Bartha, Manager; leading Hungarian alumina eapert 

Dr Zoltan Sigmund, Assistant Manager 

Walter Karraoh, Manager of the eorundlte plant 

(l) unknown loeatlon t 

Laszlo Foymer, aluminum plant equipment and military equipment 
planner 

(m) Sopron Technical Acadewpr ; 

Dr Sandor Coley, machine expert 
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